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PART III 


Electrical Inspectorate Department 


NOTIFICATION 


No. E2- 19175 /2011/CEI. 


2nd December 2011. 


The following is the Supplementary select list of 6 (six ) Officers for appointment in the category of Senior 
Superintendent against the vacancy during 2011, prepared by the D .P.C . (Lower) of the Department of Electrical Inspectorate 
and approved by the Government. 


1. Sri Balaraj, D . 
2 . Sri Sanalkumar, V . P . 
3. Sri Mohanan , V . T . 
4 . Sri Sreevalsan , C . S . 
5 . Sri Sreekumar, K . 
6 . Sri Gireeshkumar, N . K . 


Office of the Chief Electrical 
Inspector, Housing Board Building , 
Shanti Nagar, 
Thiruvananthapuram . 


K . K . UNNI, 
Chief Electrical Inspector, 
Convener, DPC , Department of 

Electrical Inspectorate . 


